told us it didn't matter whether
we won as long as we played our
best. She told us to only take
one game at a time." And this
they did.
Finishing fourth at the
1979 state meet, the girls set
goals for the 1980 season. "Our
main goal was obviously to win
state," said Molly.
Although this was the girls'
most sought after goal, they had
other goals too. The team hoped
for an undefeated regular
season and especially wanted to
beat Dunedin. "Dunedin was the
only team that beat us last
year, thus keeping us from having
an undefeated season," related
Kim. The girls did achieve the
majority of their goals. They
had an undefeated season, and
overwhelmed Dunedin with a
15-3,15-8 win. But as the team
went into the state meet, their
hopes were set too high. They
defeated Jacksonville Parker in
the semifinals 15-5,15-5. Yet
the girls went on to be defeated
by Miami Sunset in the finals,
Spiking takes strength and agility.
Colleen Nagy spikes one to a Northeast
player at the District match. Y
11-15, 9-15. Although many
attributed the loss to the
referees, the girls didn't.
They felt that Miami Sunset was
a good team and agreed they
hadn't played their best. Molly
claimed, "If we had played our
best, it still would've been
close."
Although the girls hadn't
achieved the initial goal, they
realized they were young and had
improvements to make. Colleen
concluded, "We'll keep setting
our goals higher, until we
achieve the ultimate .. . first
in state."
By HOLLY ROUB
80 / Volleyball